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Message Text 


UNCLASSIFIED 

PAGE 01 SINGAP 04306 081001Z 

14 

ACTION COME-OO 

INFO OCT-01 EA-07 ISO-OO EB-05 RSC-01 DRC-01 /015W 

065138 

P 080940Z NOV 73 

FM AMEMBASSY SINGAPORE 

TO SECSTATE WASHDC PRIORITY 9588 

UNCLAS SINGAPORE 4306 

E.O. 11652: NA 

TAGS: BEXP 

SUB J : FGT STERILLIZER 

REF: SINGAPORE 4139 

1. PLEASE CALL COMPANY LISTED BELOW REGARDING TENDER 
IN REFTEL AND SUGGEST THEY TELEX FAR EAST OXYGEN - 
FAROXYS RS 21 150: VERNITRON CORP (516-487-0140), 

175 COMMUNITY DRIVE, GREAT NECK, LONG ISLAND, NEW YORK 
11021 . 

2. SINGAPORE GOVERNMENT IS JUST ENTERING BUYING PHASE 
FOR MAJOR US$75 MILLION HOSPITAL EXPANSION PLAN. ESTIMATE 
THAT MARKET FOR THIS TYPE EQUIPMENT IS ABOUT US$1 MILLION 
A YEAR FOR NEXT TWO YEARS AND INCREASING YEARLY FOR NEXT 

15 YEARS. NOW IS TIME FOR THEM TO ENTER THIS MARKET AND 
FAR EAST OXYGEN IS ANXIOUS TO BE THEIR AGENTS. CLOSING 
DATE FOR BID NOVEMBER 27. 

CRONK 


UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973SINGAP04306 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SINGAPORE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 146/aaaabhwz. tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: SINGAPORE 4139 
Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 FEB 2002 by reddocgw>; APPROVED <13 MAR 2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: FGT STERILLIZER 

TAGS: BEXP 

To: STATE 

Type: TE 
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